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E.O. 11652: N/A 
TAGS: TECH, US, GW 

SUBJ: ERG REQUESTS REPORT ON EXPLOSION AT HANFORD 
NUCLEAR RESERVATION 

1. DR. BUECHLER, DIRECTOR OF MININTERIOR DIVISION 
FOR NUCLEAR INSTALLATION SAFETY AND RADIATION 
PROTECTION, CALLED US SEPTEMBER 1 TO ASK THAT USG 
PROVIDE AS SOON AS POSSIBLE FULL DETAILS ON AUGUST 30 
EXPLOSION IN PROCESSING FACILITY AT HANFORD NUCLEAR 
RESERVATION NEAR RICHLAND, WASHINGTON. 

2. BUECHLER ATTRIBUTED URGENCY OF HIS REQUEST TO 
DOMESTIC EXPLOITATION OE ACCIDENT. GERMAN PRESS HAS 
PICKED UP STORY, AND LOCAL OPPONENTS OE NUCLEAR POWER 
ARE USING RICHLAND ACCIDENT IN EFFORT TO BLOCK 
CONSIDERATION OE ERG'S PLANNED INTEGRATED NUCLEAR 
FUEL CYCLE CENTER (WHICH WILL INCLUDE REPROCESSING 
FACILITY REF BONN 1 1284). 
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3. EMBASSY WOULD APPRECIATE WHATEVER INEO WE CAN PASS 
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HILLENBRAND 

LIMITED OEEICIAL USE 
NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: REPORTS, EXPLOSIONS, NUCLEAR SAFETY, NUCLEAR POWER PLANTS, INFORMATION CONTROL, THE PRESS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 01 SEP 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BONN14568 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760331-1095 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976091 03/aaaadkms.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 MAR 2004 by ShawDG>; APPROVED <05 AUG 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FRG REOUESTS REPORT ON EXPLOSION AT HANFORD NUCLEAR RESERVATION 
TAGS: TECH, US, GE 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



